
Broadway at 91st Street 
New York City 


HOTEL 




















HOTEL 



Broadway ak9lsk Street ♦ New York 
24, N. Y. 500 Fireproof Rooms All with 
Private Bath - Subway at Door - Radio and 
Television Available - Restaurant and the 
"Friendiesk Bar in Town”. 
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